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Perforated Cards for pie ar 
Drawers, Label Holders and 
Drawer Dividers and Handles 

Designed to fit A-M Press-On label holders, built-in label . 
slots and many other indexing uses where self-adhesive 
labels are not desired. 
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Label Holders 

Durable extruded plastic in three sizes, the pressure- 
sensitive label holders fit a wide variety of applications. 


















Press-On Drawer Front Labels 


L-416 


L-828 


Self-adhesive plain labels in 
four sizes. Ideal for subdivid- 
ing A-M drawers and office 
and file systems. See price 
list for specifications. Shown 
actual size. 


L-1240 


L-1648 
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Cabinets for the Home and Industry 
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Printed Press-On Labels 

Can be used for drawer and divider mark- 
ing. Remove easily from sheet and apply 
without moistening. 



L-ABC 

Scrolf 

Initials 


LY-1054 Litho U.S.A. 


39 


L-44 

1/4'^ 

circles 


246 


Consecutive Numbers 

L-IC 1 to 100 
L-2C 101 to 200 
L-3C 201 to 300 
L-4C 301 to 400 
L-5C 401 to 500 












Simplify Filing and Identification 


No Easier Way to 
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★ Label Holders 

★ Printed and Plain 
★ Perforated Index Cards 


Price List 
3-3P-1 

EFFECTIVE 
MAY 11, 1964 


A-M Press-On Label Holders solve labeling and index- 
ing problems in a wide variety of applications. Made 
of durable plastic, the pressure-sensitive label holders 
are applied simply by removing the paper backing 
and pressing in place on any clean, smooth, dry 
surface. Index cards slide easily into the holder 
channel, and can be changed quickly. A-M Press-On 
Label Holders are ideal fertile drawers, shelves, parts 
bins, ring binders and ledgers, all kinds of office 
books. They provide the perfect simplified filing and 
identification system for stores, stockrooms, 
factories, hotels, hospitals, schools, 
mailrooms and libraries. 

Available in packages of 50, 
in sizes: W x 2" 


1/2" X 11/2" and 
1 " X 21/2". 



A-M Press-On Labels are ideal for subdivisions of A-M Plastic Drawers, and hundreds 
of other labeling and identification uses. They are available with printed numbers, 
in sequence, or plain. Press-On Labels can be quickly applied to plastic drawer 
dividers, to the drawer front, to office and file systems, ring binders, all kinds of 
office books and files. To apply, simply remove labels from paper backing and 
pres5 on any clean, smooth, dry surface. Printed Press-On Labels are one size: 
V2" X W'. Plain Press-On Labels available in 4 sizes: Va" x 1", 1/2" x IW', 
3/4" X 21/2", 1" X 3". 


A-M Perforated Index Cards are designed to fit the A-M Press-On Label Holders, the 
built-in label slots on A-M drawers, and many other indexing uses. The perforated 
cards, in sheets, fit easily in typewriter, or can be marked by hand. They slide 
easily into the holder channel, and can be changed quickly. A-M Perforated Index 
Cards serve every labeling purpose where self-adhesive labels are not desired. 
Available in 7 sizes as shown in price list. 


Price List 

DRAWER FRONT LABELS 


STOCK NO. 

L-416 

L-828 

L-1240 

L-1648 

L-JX 

L-M3X 

L-M4X 

L-PX 

L-RX 

L-824X 

L-1232X 

L-1640X 

L-1616X 

L-1048X 


EXTRA DRAWER FRONT LABELS 

1/4" X 1 " Press-On ....... 

V 2 " X IW' Press-On ... 
W' X 2 V 2 " Press-On ... 


ff 


X 4" Perforated Card for M-04 Clear Drawe 

X 2.64" Perforated Card 

IVs" X 2W' Perforated Card for RPDl Drawer 
W' X IV 2 " Perforated Cards for LH-824 Holden 
W' X 2" Perforated Cards for LH-1232 Holders 
I"x2y2" Perforated Card for LH-1640 Holdei 
1" X 1" Perforated Cards for T series dividers 
X 3" Perforated Cards for 


RESALE 

PRICES 

STOCK NO. 

LH-824 

100 

1000 


. .18 

1.60 

LH-1232 

.. .20 

1.90 


.. .30 

2.75 

LH-1640 

.. .50 

4.75 


.18 

1.60 


.. .25 

2.25 


.25 

2.25 

L-ABC 

.. .18 

1.60 


.. .25 

2.25 


.. .18 

1.60 

L-44 

.. .18 

1.60 

L-1C 

.. .25 

2.25 

L-2C 

.. .18 

1.60 

L-3C 

.. .18 

1.60 

L-4C 

L-5C 


LABEL HOLDERS 

Package of 50 Press-On Label Holders 

& Labels V 2 " x 11 / 2 " 1.50 

Package of 50 Press-On Label Holders 

& Labels W x 2" 2.00 

Package of 50 Press-On Label Holders 
& Labels 1" x 21 / 2 " 3.00 

PRINTED PRESS-ON LABELS 

Scroll Initials press-on. Set of 24 V 2 " x ¥ 2 " me- sheet 
tallic Gold on Black background, complete 

alphabet excluding “X” and “Z” 12 

1-44 V 2 " Circles consecutive numbers 10 

1-100 Label Size V 2 " x consecutive nos 20 

101-200 consecutive numbers 20 

201-300 consecutive numbers 20 

301-400 consecutive numbers 20 

401-500 consecutive numbers 20 




